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miniature sensors, 61 
Mixed potential sensor 
a new type of mixed potential sensor using a thick film of 
beta-alumina, 241 
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new approach for non-destructive sensing of fruit taste, 
447 
Nuclear power 
chemical sensors in hydrogen diagnostic systems in nuclear 
power, 693 
Nucleosides 
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Phase transition 
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fabricated by the plasma spray method, 581 
Platinum 
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thick-film gas sensors, 602 
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sensor, 749 
Polyimide 
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Polyimide films 
measurement of relative adhesion and surface properties 
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Polyimide-silicon diode 
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detection of carboxylic acid vapor using poly(N,N-dimethy- 
laminoethyl methacrylate), 625 
Polypyrrole 
amperometric enzyme sensor using conducting organic 
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QMB devices 
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and SAW devices, 297 
QMB sensors 
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Quartz crystal 
humidity sensor using sol—gel-derived silica coating on 
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Quartz-crystal oscillators 
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solutions by montmorillonite clay film-coated quartz- 
crystal oscillators, 372 
Quartz-resonator sensor 
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Quinoenzymes 
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Rat basophilic leukemia cells 
development of rapid detection system for allergic reaction 
using rat basophilic leukemia (RBL-1) cells, 312 
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rate equation simulation of the height of Schottky barriers 
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of Prussian blue in propylene carbonate using the 
quartz crystal microbalance, 556 
Reducing gases 
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Reducing substances 
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Refractive indices 
multi-wavelength surface plasmon resonance as an optical 
sensor for characterizing the complex refractive indices 
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Resonant damping 
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Reversible redox species 
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at the surface of oxidic semiconductors, 234 
Schottky diodes 
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Sea foods 
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effects of tin oxide semiconductor-electrode interface on 
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immobilization and activity of Concanavalin A on tantalum 
pentoxide and silicon dioxide surfaces, 176 
Silver 
YSZ/Ag potentiometric sensor for reducing gas detection, 
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with respect to their humidity-sensitive properties, 
104 
Structural instability 
improvement of structural instability of the ion-sensitive 
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immobilization and activity of Concanavalin A on tantalum 
pentoxide and silicon dioxide surfaces, 176 
Tea 
quality evaluation on green tea, 451 
Teflon particle column 
application of Teflon particle column to an odor-sensing 
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aluminum-doped ZnO thin film gas sensor capable of 
detecting freshness of sea foods, 715 
Zinc oxide 
gas-sensing properties of ultrathin zinc oxide films, 594 
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